CONGREGATIONAL  CHURCH 
On  Harold  Green  in  Sharon,  Connecticut.  Built  in  1824  to  re- 
place the  o\d  church  where  Cotton  Mather  Smith  preachecJ  from 
1755  until  1806.  ^ 


Address 


S7267 


